
Septic Tank Parts 



About Us 

We have surely appreciated our relationships to customers like you ever since we 
started selling products in 1982 and nationally in 1992. We've always worked hard 
to serve you with friendly personalized service and to be your reliable source for 
great products at great prices. You can order from us online any time. 

Whirlwind STA60N Linear Pump 

The STA60N includes an alarm hose bib and is specifically 
designed for years of trouble free service and is a superior 
replacement for all 60-model pumps on the market. 

Secoh EL-60 Linear Air Pump 

Reliable and compact design offering years of dependable 
service. 

■ Low Noise Level 

■ Maintenance-free 

■ Low Power Consumption 

■ Completely Oil Free 




Septic Air Pump 



Gast 1023 Rotary Vane Air Compressor 

3/4 HP general continuous duty vacuum and low 
pressure applications. Includes: internal muffler & filter 
and foot support assembly. 

Specs: 110/220 Volt. Max Vacuum: 26.5 in-Hg. Max 
Pressure: 10 psi. 

Gast AT03 Rotary Vane Air Compressor 

This 1/4 HP, 115 Volts; 60 Hertz; Single Phase unit 
replaces Gast RV03 Rotary Vane Air Compressor. 

Includes external inlet filter & element, internal 
assembly filter, external fan, and foot support assembly. 



Lift Station Pumps 



Bullet BP12 High Head Effluent Pump 

All stainless steel construction built for years of dependable 
service. 

Features Comes with 15' cord 
Carries 18 month warranty 

Liberty 253 Effluent Pump 

Liberty's "workhorse" sump pump features a unique one- 
piece cast iron body, quick-disconnect power cord and three 
different switch options - including our patented Vertical 
Magnetic Float design (VMF) for smaller pits (model 257). 

With a durable, epoxy powder coat finish and vortex style 
impeller, Liberty's 250-series pump is the perfect choice for 
low-head effluent pumping or basement de-watering. 



For more information please visit 
http://www.septictankparts.com 



